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TO  THE  MAYOR  AND  TOWN  COUNCIL, 
BOURNEMOUTH. 

Gentlemen, 

I herewith  submit  my  Report  on  the  Health  of  the 
Borough,  for  the  year  ending  December  31st,  1895. 

VITAL  STATISTICS. 

The  number  of  Births  registered  during  the  year  was  : — 
Males  427  ; Females  383  ; Total  810. 


I append  the  birth  tables  from  the  year  1882  inclusive.  : 


Males. 

Females. 

Totals. 

1882 

230 

183 

4i3 

1883 

218 

227 

445 

1884 

...  292 

...  266  ... 

558 

a 


1885 

342 

292 

634 

1886 

370 

373 

743 

1887 

373 

332 

705 

1888 

380 

322 

702 

1889 

329 

360 

689 

1890 

414 

355 

769 

1891 

407 

384 

79i 

1892 

435 

408 

843 

1893 

404 

436 

840 

1894 

450 

435 

885 

1895 

427 

383 

810 

Totals  ... 

5071 

4756 

9827 

The  number  of  Births  for  the  year,  estimating  the 
population  at  47,000,  gives  us  a birth-rate  of  iy'02  per  1000. 


POPULATION. 

There  are  at  the  present  time  6750  occupied  houses  in 
the  Borough,  and  425  unoccupied.  If  we  take  7 as  the  average 
number  for  each  inhabited  house  (which  was  the  proportion 
the  last  census  indicated),  it  will  give  us  a population  of  over 
47  ,000.  I think  that  number  is  a fair  estimate  of  our  present 
population.  For  the  purposes  of  this  report,  I shall  base  the 
mortality  and  sickness  rates  on  those  figures. 

It  is  most  difficult  to  estimate  accurately  the  population 
living  in  the  Borough  at  any  particular  season  of  the  year, 
but  there  can  be  no  doubt  that  in  the  height  of  the  summer 
season,  the  population  is  very  much  greater  that  47,000. 

During  the  past  decade,  the  ever-growing  and  increasing 
popularity  of  the  Town  as  a summer  resort  must  be  patent  to 
every  one.  In  respect  however  to  the  winter  visitors,  this 
increase  is  not  perhaps  quite  so  obvious. 


DEATH  RATE. 


The  total  number  of  deaths  registered  during  the  year 
was  603,  giving  a mortality  rate  of  127  per  1000.  My  thanks 
are  due  to  the  Registrar  of  Deaths  for  enabling  me  to 
distinguish  the  deaths  of  our  visitor  population  from  those  of 
the  resident  class,  the  Registrar  at  the  time  of  registration 
making  an  entry  in  his  books,  and  although  this  system  may 
not  be  absolutely  accurate  in  its  results,  it  gives  me  a fair  basis 
for  comparison. 

The  total  deaths  being  603 — 150  were  of  the  Visitor 
class,  the  death-rate  therefore  of  the  two  classes  would  be  as 
follows  : 

Taking  the  population  f Residents  o'6  1 

* * 1 < tt.  . 7 \ = 127  per  1000 

at  47,000  ( Visitors  3*1  J ' 1 

For  comparison,  I herewith  append  an  analysis  of  the 
deaths,  under  the  various  headings  for  the  past  four  years. 


Smallpox 

1892 
per  1000 

none 

1893 

per  1000 

•02 

1894 
per  1000 

•02 

1895 
per  1000 

none 

Scarlatina 

none 

'I  I 

•04 

.08 

Diphtheria 

•18 

•04 

•09 

•12 

Membranous  Croup 

•08 

none 

•04 

•02 

Typhus 

none 

none 

none 

none 

Enteric  Fever  ... 

■05 

none 

•02 

•04 

Continued  Fever 

none 

none 

none 

none 

Relapsing  Fever 

none 

none 

none 

none 

Puerperal  Fever 

■02 

•04 

•04 

none 

Cholera 

none 

none 

none 

none 

Erysipelas 

none 

none 

•04 

•02 

Measles 

'08 

•07 

none 

•08 

Whooping  Cough 

•02 

'33 

•04 

•29 

Diarrhoea 

'3i 

■'33 

none 

'3i 

Rheumatic  Fever 

none 

•04 

’04 

•02 

Ague 

none 

none 

none 

none 

Phthisis 

4‘Oi 

3'6 

2 ’6 1 

2-85 

Other  Respiratory 
Disorders 

3-02 

2 

1 ‘64 

1 72 

Heart  Disease  ... 

> ‘5 

2 

'47 

1 72 

Influenza 

— 

— 

— 

•31 

Injuries 

'37 

4'2 

'38 

■29 

Other  Diseases... 

7‘o6 

5 '3 

6*90 

4-89 

TABLE  OF  DEATHS 

During  the  Year  1855  in  the  Urban  Sanitary  District  of  Bournemouth , classified  according  to  Diseases , Ages  and  Localities. 
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Number  of  such  Cases  removed  from  their  homes  in  the 

several  Localities  for  treatment  in  Isolation  Hospital. 
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Death  Rate  at  Various  Ages  for  the  Past  Four  Years. 

1892.  1893.  1894.  1895. 

per  1,000.  per  1,000.  per  1,000.  per  1,000. 


Deaths  under  one 

year 

3‘ 1 

27 

i*97 

2'2  I 

Deaths  over  1 

yr. 

& under  5 yrs. 

•8 

75 

•64 

•91 

„ 5 

>■»  15  „ 

•6 

"59 

*45 

•42 

„ 15 

99  ), 

r8 

1 ’4 

1-28 

I 23 

„ 2 5 

99  65  99 

6'9 

5'6 

578 

4'93 

9 f 65 

and  upwards 

3 ‘4 

^ • n 

0 J 

270 

3‘io 

The  following  is  a list  of  deaths  occurring  at  the  various 


Hospitals  in  the  Borough  : — 

Sanitary  Hospital  ...  ...  8 

Sanatorium  ...  ...  ...  4 

Royal  Victoria  Hospital  ...  ...  22 

Firs  Home  ...  ...  ...  14 

Boscombe  Cottage  Hospital  ...  5 

St.  Joseph’s  Home  ...  ...  4 

Herbert  Home  ...  ..  ...  2 

Hahnemann  Home  ...  ....  o 


_59 

In  looking  through  the  record  of  deaths,  I note  the  very 
large  number  of  deaths  in  those  of  70  years  and  upwards.  Of 
the  total  number  of  deaths,  viz.,  603,  no  less  than  102  of  them 
were  in  people  over  70  years  of  age.  In  the  following  table  I 
have  indicated  exactly  the  ages  at  which  these  several  persons 
died,  74  of  them  being  over  70  years,  21  being  over  80  years, 
5 over  90  years  ; and  2 over  100  years,  une  of  whom,  was 
entered  as  having  reached  100  years,  and  the  other  102  years 
and  5 months. 


Old  Age  Table  of  Deaths. 

At  70  years  of  age  there  were  9 deaths. 
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INFECTIOUS  DISEASE. 

The  total  number  of  deaths  due  to  notifiable  disease  of 
a zymotic  type  was  14,  of  these  4 were  due  to  scarlet  fever,  6 
,to  diphtheria,  1 to  membranous  croup,  2 to  enteric  fever,  and 
1 to  erysipilas.  This  gives  us  a zymotic  death  rate  of  '29  per 

T ,000. 

The  following  are  the  particulars  connected  with  each 
case  : — 

Scarlet  Fever.. 

1.  — W.B'.,  aged  5 years,  Springbourne  Ward,  removed 
to  Sanitary  Hospital  on'  January  28th,  and  died  on  February 
3rd,  1895. 

* * ' »•  « • • • 

2.  — C.J.,.  aged  2 years,  Boscombe  Ward,  removed  to 
Sanitary  Hospital-ton  August  13th,  and  died  on  August  1 8th. 
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3- — J.S.,  aged  5 years,  Springbourne  Ward,  removed  to 
Sanitary  Hospital  on  September  13th,  and  died  on  September 
1 6th.  This  case  was  imported  from  London. 

4. — W.B.,  aged  3 years,  Springbourne  Ward,  removed 
to  Sanitary  Hospital  on  October  28th,  and  died  on  Novem- 
ber 1st. 

Diphtheria. 

1.  — C.D.,  aged  3 years,  Springbourne  Ward,  removed  to 
Sanitary  Hospital  on  September  20th,  and  died  on  September 
25th.  Cause  unknown.  No  unsanitary  conditions  found. 

2.  — G.C.,  agea  5 years,  Boscombe  Ward,  died  at  own 
house  on  September  30th.  No  unsanitary  conditions  found 
either  at  house  or  school. 

3.  — H.B.,  aged  37  years,  Central  Ward,  died  at  home  in 
October.  Cause  unknown. 

4.  — F L.,  aged  16  years,  Boscombe  Ward,  died  at  own 
house  in  October.  House  damp  and  generally  in  an  unsani- 
tary condition. 

5.  — C.J.,  aged  41  years,  a visitor  staying  in  the  West 
Cliff  Ward,  arrived  here  ill  on  30th  July,  removed  to  Sanitary 
Hospital  on  August  1st,  and  died  on  August  3rd.  This  was 
a very  malignant  case. 

6.  — C.L.,  aged  4^  years,  staying  in  the  West  Cliff  Ward, 
a visitor  from  Teddington.  Nursed  at  lodging,  died  2 days 
after  arrival. 

Membranous  Croup. 

J.  P.,  aged  3 years,  Springbourne  Ward,  died  at  home. 

Enteric  Fever. 

(1)  W.  S.,  aged  46  years,  Springbourne  Ward,  re- 
moved to  Sanitary  Hospital  in  a moribund  condition  on 
June  17th  and  died  on  June  18th. 

(2)  C.  L , aged  19  years,  Springbourne  Ward,  died  at 
own  house.  House  unsanitary,  patient  toe  ill  at  time  of 
notification  to  be  removed  to  Sanitary  Hospital. 
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Erysipelas. 

B.  F.,  aged  75  years,  Springbourne  Ward. 

Under  the  Infectious  Diseases  Notification  Act,  1889, 
the  undermentioned  cases  of  sickness  have  been  notified 
during  the  past  three  years  — 


1893- 

1894; 

1895. 

Scarlet  Fever 

313 

IOt 

97 

Diphtheria 

10 

19 

26 

Enteric  Fever 

1 2 

8 

9 

Variola  .. 

4 

8 

0 

Erysipelas 

37 

18 

7 

Membranous  Croup 

2 

'J 

0 

0 

Puerperal  Fever  ... 

5 

I 

1 

Continued  Fever 

1 

I 

1 

Relapsing  Fever 

0 

0 

1 

384 

1 59 

142 

In  the  above  list  of  cases  of 

infectious 

disease 

notified 

under  the  Act,  you  will  observe  that  the  year  1895  bears  a 
very  favourable  comparison  with  former  years,  in  respect  to 
the  total  number  of  cases  that  have  occurred  in  the  Borough. 
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The  following  table  will  show  the  months  in  which  these 
several  cases  were  notified  : — 


Months  Notified. 

Scarlet 

Fever. 

.5 

O 

JZ 

■4-1 

JZ 

CU 

5 

Typhoid. 

Variola. 

Erysipelas. 

M’mbranous 

Croup. 

Puerperal. 

Continued. 

Relapsing. 

Totals  for 

each  month. 

January 

6 

T 

7 

February 

2 

i 

I 

4 

March 

6 

i 

7 

April... 

6 

I 

7 

May  ••• 

2 

I 

3 

June... 

5 

i 

2 

I 

9 

July 

7 

i 

8 

August 

3 

i 

2 

6 

September  ... 

6 

7 

2 

D 

October 

25 

9 

34 

November  ... 

16 

2 

2 

1 

1 

22 

December  ... 

3 

X 

2 

I 

2C 

Totals  for  the  Year... 

97 

26 

9 

7 

I 

I 

1 

142 

In  the  first  seven  months  of  the  year  the  District  was 
almost  entirely  free  from  infectious  diseases,  as  may  be  seen 
from  the  above  table. 

In  September  and  the  three  winter  months,  there  was  a 
considerable  increase  in  Scarlet  Fever.  These  cases  however 
were  almost  without  exception  of  an  extremely  mild  scarlat- 
inal type. 

SCHOOLS. 

The  Public  Elementary  Schools  of  the  district,  have, 
during  the  year  been  under  constant  supervision.  With  the 
exception  of  an  outbreak  of  measles,  the  schools  have  not  in 
my  opinion  been  the  centres  from  which  infection  has  been 
propagated. 


In  December  last  in  consequence  of  an  outbreak  of 
measles  at  St.  Michael’s  Schools,  I requested  the  managers 
in  the  interests  of  the  Public  Health,  and  with  a view  to 
prevent  it  assuming  epidemical  proportions  to  close  the  same 
for  a period  of  3 weeks. 

The  Schools  were  thoroughly  cleansed  and  fumigated 
under  the  supervision  of  the  Sanitary  Department. 

All  the  Schools  in  the  Borough  have  been  in  a good 
sanitary  condition. 

SLAUGHTERHOUSES. 

No  progress  has  yet  been  made  in  the  selection  of  a 
site  for  the  erection  of  “ Public  Abattoir.”  The  present 
slaughterhouses  require  frequent  and  vigilant  supervision 
to  make  them  keep  up  to  the  requirements  of  the  bye-laws. 
These  premises  are  structurally  and  hygienically  most 
unsuitable  for  slaughtering  purposes. 

I have  in  former  reports  pointed  out  that  the  position  of 
these  slaughterhouses  in  a somewhat  thickly  populated  district 
is  from  a hygienic  and  moral  point  not  all  that  can  be  desired. 

I earnestly  hope  that  before  many  more  years  have  passed, 
your  Council  may  be  enabled  to  effect  this  much  needed 
improvement. 

WATER  SUPPLY. 

The  water  supply  of  the  district  has  continued  to  be  of 
an  excellent  potable  character.  In  addition  to  the  usual 
quarterly  chemical  analysis  of  our  public  water  supply,  the 
water  has  been  examined  bacterioscopically.  In  both  respects 
the  water  has  been  shown  to  be  one  of  the  highest  character 
as  the  following  analysis  and  report  will  indicate. 

No.  1,  PROFESSOR  FRANKLAND. 

Water  Analysis  Laboratory, 

The  Yews,  Reigate, 

July  1st,  1895. 

Dear  Sir, 

Bournemouth  Water. 

Herewith  I enclose  results  of  analysis  of  the  sample  of 
water  which  you  sent  here  for  examination.  The 
sample  as  received  by  me  was  turbid  owing  appar- 
entiy  to  imperfect  filtration,  but  there  was  nothing 
injurious  in  the  suspended  matter.  The  water 


possesses  a high  degree  of  organic  purity  and  if 
rendered  clear  by  subsidence  or  filtration,  would  be  of 
excellent  quality  for  dietetic  purposes. 

I am,  yours  truly, 

(signed)  E.  Frankland. 

Results  of  analysis  expressed  in  parts  per  100,000. 


Number  of  sample 

•••  9433 

Bournemouth  water  from  hydrant  at  the  cabstand 

in  Old  Christchurch  Road,  ioa.m., 

2 1 st  June,  1895, 

received  from  W.  G.  Cooper, 

Chief  Sanitary 

Inspector. 

Total  Solid  matters  ... 

...  23-92 

Organic  carbon 

•087 

Organic  nitrogen 

'016 

Ammonia  ... 

0 

Nitrogen  as  nitrates  and  nitrites 

•091 

Total  combined  nitrogen 

‘107 

Chlorine 

...  r8 

( Temporary 

Hardness  ...  < Permanent 

2 ’3 

{ - 17-4 

Remarks — T urbid. 

(Signed)  E.  Frankland. 

No.  2,  PROFESSOR  ATTFIELD. 

Report  on  the  Bournmouth  Water.  Analysis  of  sample 
received  on  September  23rd,  1895,  by  Professor  John 
Attfield,  Ph.  D.F.R.S.,  Professor  of  Practical 
Chemistry  to  the  Pharmaceutical  Society  of  Great 
Britain,  author  of  a manual  of  Chemistry  and  a Hand- 
book on  Water  Supplies,  &c. 

London,  17,  Bloomsbury  Square,  W.C. 

.27th  September,  1895. 

The  appended  analytical  data  show  that  as  regards 
absence  of  organic  (animal  or  vegetable)  impurities 
the  water  is  in  an  extremely  satisfactory  condition.  It 
is  of  excellent  quality  for  all  drinking  purposes.  The 
absence  of  abnormal  proportions  of  natural  mineral 
substances,  is  equally  satisfactory.  The  water  is  in 
short,  water  of  good  quality  for  all  household 
purposes. 


(Signed)  John  Attfield. 


Analytical  Data. 


One  gallon  contains  the  following  number  of  grains  and 
decimal  parts  of  a grain  of  the  respective  substances. 
Total  suspended  solid  matter,  dried  at  2 5o°F.  none 
Total  dissolved  solid  matter,  dried  at  2 5o°F.  18*5 
Ammoniacal  matter  yielding  ten  per  cent. 

of  nitrogen  ...  ...  ...  o*ooo 

(equal  to  ammonia  per  million  o'ooo). 

Albumenoid  organic  matter  yielding  ten 

per  cent,  of  nitrogen  ...  ....  ...  0*005 

(equal  to  ammonia  per  million  0*008). 

Nitrites  ...  ...  ...  ...  none 

Nitrates,  containing  seventeen  per  cent. 

of  nitrogen  ...  ...  ...  0.03 


(equal  to  grains  of  nitrogen  per  gallon  0*005). 
Chlorides  containing  sixty  per  cent,  of 
chlorine  ... 

(equal  to  grains  of  chlorine  per  gallon  1*5). 
Hardness  reckoned  as  chalk-grains  or  “ degrees” 


2‘5 


Removed  by  ebullition 
Unaffected  by  ebullition 

Total  Hardness 

Lead  or  copper 
Physical  examination... 

Oxygen  absorbed  in  three  hours 


8*o 
2‘5 

...  10*5 

none 
satisfactory 
0*06 


(Signed)  John  Attfield. 


The  sample  was  labelled  water  taken  direct  from  the 
main  at  the  cabstand,  Adeline  Road,  Boscombe,  at 
3.30  p.m.,  September  20th,  1895. — J.A. 

In  connection  with  this  question  of  water  supply  I must 
call  your  attention  to  the  fact  that  there  are  still  in  the 
Borough  in  connection  with  our  public  water  service  a 
considerable  number  of  old-fashioned  ball  hydrants,  this  in 
addition  to  the  fact  that  our  public  service  is  not  yet  a 
constant  supply.  The  possible  danger  of  this  system  of  ball 
hydrants  must  not  be  overlooked. 


GENERAL  SEWERAGE  SYSTEM. 

The  general  sewerage  system  has  been  of  a fairly  satis- 
factory character.  The  smells  from  some  of  the  sewers  more 
particularly  those  situate  at  the  extreme  Eastern  end  of  the 
district,  although  in  part  improved  by  a better  constructed  and 
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more  perfect  system  of  catchpits  still  leaves  room  for  improve- 
ment. 

My  reports  entering  fully  into  the  details  of  this  matter 
were  sent  in  to  your  Committee  in  October  last.  In  those 
reports,  I indicated  what  in  my  opinion  was  the  real  cause  of 
this  trouble.  Subsequent  investigation  of  some  of  the  sewers 
in  this  district  fully  confirmed  it.  Your  Committee  immedi- 
ately applied  to  the  Local  Government  Board  for  a loan  to 
remedy  the  defects,  and  an  enquiry  was  held,  and  I have  no 
doubt  that  so  far  as  that  district  is  concerned  the  remedy  will 
be  an  effectual  one. 

FUNGI  (Phallus-Impudicus.) 

Urban  Sanitary  Authorities  are  not  often  troubled  by  offen- 
sive fungi,  but  in  this  District  our  Inspectors  are  well  aware 
of  a very  foul  smelling  species  which  occasionally  gives  us 
some  trouble.  It  is  known  as  the  stinkhorn  and  belongs  to 
the  order  of  the  Phalloidei.  It  is  sometimes  found  growing 
in  the  pine  woods,  in  gardens  and  shrubberies.  By  virtue  of 
its  fetid  smell  it  attracts  numberless  blow  flies,  the  pileus 
when  ripe  becoming  quite  black  with  them. 

To  the  inexperienced,  the  offensive  smell  from  these 
fungi  have  often  been  attributed  to  drains. 

The  dead  spines  of  the  pine  foliage  and  other  decaying 
woody  fibre  seem  to  be  favourable  to  the  growth  of  this 
fungus. 

HOUSE  TO  HOUSE  INSPECTION. 

Since  the  year  1891  when  the  system  of  house-to-house 
inspection  commenced  the  work  from  year  to  year  has  steadily 
continued. 

Referring  to  the  records,  I find  that  of  the  present  number 
of  houses  occupied  and  unoccupied  in  the  Borough  viz.  7175, 
no  less  than  3680  have  been  examined. 

SANITARY  CERTIFICATES. 

A.  167  houses  during  the  past  year  have  been  examined  with 
the  view  of  obtaining  my  certificate  and  fees  to  the  amount 
of  £ 188  14s.  6d.  have  been  paid  into  the  District  fund  account. 

t • • 

" SANITARY  HOSPITAL. 

. Of.  the  total  number  of  infectious  cases  notified  under 

the  Act,  102  have  been  removed  to  the  Isolation  Hospital. 
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There  were  io  other  cases  of  a doubtful  character  received 
into  the  Hospital  or  the  Quarantine  Cottage,  but  they  did 
not  develope  any  specific  or  notifiable  disease. 

In  the  following  table  your  Committee  will  find  some 
interesting  information  as  to  the  cost  of  the  patients  and  staff 
at  the  Hospital  for  the  past  12  months. 


Expenditure  &c. 


1895. 

Total  Expenditure 
including  repairs, 

wages,  etc. 

£ s.  d. 

January 

...  100  I 6 

February 

85  16  6 

March 

112  5 6 

April 

76  12  11 

May 

54  14  4 

June 

...  101  12  5 

July  and  August 

...  161  19  7 

September 

71  14  9 

October 

94  3 5 

November 

89  4 7 

December 

127  14  9 

1076  o 3 


for  Year  1895. 


Expenditure  Daily  aver- 

on  provisions  age  number  of 
alone.  persons  per  ninth. 

Average 
cost  per  head 
per  day. 

£ s. 

d. 

£ 

S. 

d. 

32  15 

10 

2 1 '29 

0 

3 

0 

24  IO 

5 

i6-i8 

0 

3 

9 

26  6 

3 

16-52 

0 

4 

4* 

29  2 

0 

*8-93 

0 

2 

8 

►-< 

00 

5 

1 7*83 

0 

2 

0 

28  9 

4 

r5‘56 

0 

4 

4i 

5°  17 

9 

17-00 

0 

3 

1 

17  18 

5 

ii-86 

0 

4 

2| 

32  10 

4 

29-00 

0 

2 

I 

37  9 

5 

3 r83 

0 

1 

iof 

38  16 

1 

3r58 

0 

2 

7* 

347  10 

3 

227-58 

1 

14 

of 

Average  number  of  persons,  inclusive  of  staff,  in 

Hospital  per  day  ...  ...  ...  20^69 

Total  average  cost  per  person  per  day  ...  ...  3s.  id. 

Average  cost  per  person  per  day  for  provisions  alone 

including  wine  and  beer  merchant’s  bill  ...  1 1 \d. 

Amounts  paid  to  Borough  Treasurer  for  1895. 

Maintenance  ...  ...  ...  ^298  12  1 

Disinfection  ...  ...  ...  67  19  4 


Total  expenditure  as  per  above  statement 
Deduct  receipts 


366 

I I 

5 

IO76 

O 

3 

366 

[ I 

5 

^709 

8 

10 

or  an  average  of  is.  10 y£d.  net  cost  per  person  per  day. 
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The  first  pavilion  which  was  erected  in  the  year  1887, 
contained  accommodation  for  only  16  patients,  the  population 
then  being  20,000  odd.  Taking  into  consideration  the  rapid 
growth  of  the  population  since  that  time  this  accommodation 
was  quite  inadequate  for  the  due  isolation  of  all  infectious 
diseases  and  temporary  increased  accommodation  was  at 
various  time  provided. 

In  the  year  1893,  I advised  the  Corporation  to  erect 
another  Pavilion  to  keep  pace  with  the  ever-growing  popu- 
lation. 

To  our  Town  Surveyor  (F.  W.  Lacey,  Esq.)  was 
entrusted  the  designing  of  plans  lor  a new  Pavilion.  This 
work  I am  glad  to  say  has  now  been  most  satisfactorily  com- 
pleted, and  the  Pavilion  is  now  ready  for  the  recep- 
tion of  patients  The  new  block  will  give  us  increased 
accommodation,  and  we  shall  be  enabled  to  make  up 
another  20  beds.  The  total  number  of  beds  now  available 
for  the  isolacion  of  infectious  cases  is  50. 

FACTORIES  AND  WORKSHOPS  ACTS. 

Since  the  amendments  of  the  above  Acts,  considerable 
extra  duty  has  devolved  upon  this  department.  In  reporting 
in  February  last  as  to  the  cubic  space  which  should  be  allowed 
in  workshops  liable  to  be  dealt  with  under  this  Act,  I re- 
ported to  your  Committee  recommending  the  limit  of  300 
cubic  feet  of  air  space  per  worker.  This  has  since  been 
reduced  in  accordance  with  the  provision  of  the  General  Act 
to  250  cubic  feet. 

During  the  past  year  I have  attended  24  meetings  of 
the  Sanitary  Committee. 

Twenty-seven  written  reports  have  been  submitted  by  me 
to  your  Committee  on  various  subjects  connected  with  the 
Health  administration  of  the  Town,  amongst  the  more  im- 
portant of  these  I may  mention  the  following  : — 

Factories  and  Workshops  Act. 

Infectious  diseases  and  precautions  to  be  taken  re  books 
and  Public  Library. 

Conveyance  of  Infectious  cases  to  Sanitary  Hospital. 

Public  disinfection  and  cleansing  of  houses,  etc. 

Half-yearly  report  on  the  health  of  the  Borough,  dealing 
in  part  with  the  report  of  the  Registrar  General. 


Report  on  a limited  outbreak  of  diphtheria  in  the  East 
District. 

Report  on  the  Sewers  in  the  Eastern  District. 

Brick  Burning. 

Public  Schools. 

Insanitary  Houses  in  the  Springbourne  Ward. 

Sanitary  Hospital  Reports,  etc.,  etc. 

Your  Council  will  note  from  the  above  report  that  the 
general  healthiness  of  the  Borough  and  its  comparative 
immunity  from  diseases  of  a preventable  type  has  been  well 
maintained.  The  few  cases  of  infectious  disease  that  we  have 
had  to  contend  with  have  been  only  of  a sporadic  character. 

During  the  whole  of  the  many  vears  I have  acted  as 
your  Medical  Officer  of  Health,  I may  lay  claim  to  the  fact 
that  preventable  diseases  which  normally  have  a tendency  to 
become  epidemics  have  never  in  one  single  instance  assumed 
anything  approaching  that  character.  This  statement  taking 
into  consideration  the  fact  that  I have  had  to  contend  v^th  no 
less  than  8 distinct  outbreaks  of  small  pox,  and  so  other 
diseases  of  that  class  uhich  normally  tend  to  spread  rapidly 
unless  vigilantly  controlled  at  the  first  onset. 

When  compared  with  towns  of  a like  character,  Bourne- 
mouth still  easily  maintains  the  high  position  which  was  so 
aptly  commented  on  by  the  Registrar  General  of  England 
and  Wales  in  his  last  Annual  Report. 

The  ever  increasing  work  and  responsibility  in  connection 
with  the  maintenance  of  Public  Health  in  this  continuously 
growing  town,  demands  more  and  more  of  my  time  year  by 
year,  and  if  I may  venture  to  say  so,  merits  in  some  degree 
your  very  serious  attention. 

Before  closing  this  Report  I must  once  again  call  the 
attention  of  your  Council  to  the  faithful  and  devoted  services 
which  are  rendered  by  Mr.  Cooper.,  the  Chief  Sanitary 
Inspector,  and  his  Assistants. 

I remain,  Gentlemen, 

Your  obedient  Servant, 

PHILIP  W.  G.  NUNN, 

Medical  Officer  of  Health. 


BOROUGH  OF  BOURNEMOUTH. 


ANNUAL  REPORT 

OF  THE 

CHIEF  SANITARY  INSPECTOR 
For  the  Year  ending  December  31st,  1895. 


To 


The  Mayor  and  Town  Council , Bournemouth . 
Gentlemen, 

I beg  to  submit  for  your  consideration  my  Ninth  Annual 
Report  of  the  Sanitary  Works  executed  under  your  Authority 
during  the  past  year,  ending  December  31st,  1895. 

BAKEHOUSES. 

There  are  46  bakehouses  within  the  Borough,  31  are  built 
above  ground  the  remaining  15  being  in  the  basement. 

All  the  bakehouses  have  been  thoroughly  limevvashed  and 
cleansed  in  accordance  with  the  Regulations,  and  improve- 
ments in  the  general  sanitary  arrangements  have  taken  place 
in  three  instances. 

All  the  premises  have  now  a separate  supply  of  water  for 
bakehouse  purposes  only. 

FISH  AND  POULTRY  SHOPS. 

These  shops  have  been  occasionally  visited  with  the 
view  of  ascertaining  if  any  undue  accumulation  of  offal,  etc., 
is  allowed  to  remain  on  the  premises  longer  than  necessary. 

The  late  collection  on  Saturday  night  is  being  kept  up 
and  is  still  greatly  appreciated  by  the  Poulterers  and  Fish- 
mongers, and  no  accumulation  of  offal,  etc.,  is  now  permitted 
to  remain  on  the  premises  on  Sundays. 


SLAUGHTERHOUSES. 


There  are  six  slaughterhouses  within  the  Borough. 
These  have  been  regularly  inspected  and  the  by-laws  relating 
to  cleansing,  removal  of  blood,  garbage,  etc.,  as  far  as  practic- 
able, strictly  enforced. 

144  visits  have  been  made  to  these  premises  during  the 
past  year,  and  structural  improvements  under  notice  of  advice 
have  taken  place  in  three  instances. 

Owing  to  the  developement  of  the  neighbourhood  in 
which  the  slaughterhouses  are  situated  and  that  the  trade  may 
be  carried  on  with  the  least  possible  nuisance,  it  will  be 
necessary  to  give  more  attention  during  the  ensuing  year  to 
these  places  with  the  view  of  enforcing  the  Regulations  and 
By-laws  relating  to  private  slaughterhouses. 


UNSOUND  MEAT,  VEGETABLES.  &c. 

Periodical  inspection  has  been  made  of  shops,  &c., 
within  the  Borough  with  the  view  of  detecting  the  exposure  or 
sale  of  unsound  meat,  fruit,  and  other  articles  of  food. 


In  carrying  out  the  duties  under  these  sections  of  the 
Public  Health  Acts  I seldom  find  it  necessary  to  take  formal 
action,  the  food  supplies  of  the  Borough  being,  as  a rule,  most 
satisfactory. 

In  one  case  only  was  a Magistrate's  order  applied  for, 
and  after  taking  into  consideration  the  circumstances,  your 
Sanitary  Authority  decided  not  to  prosecute. 


In  the  following  instances  the  owners  voluntarily  destroyed 
the  articles  on  their  attention  being  called  to  the  unsound 
state  of  the  same  and  in  no  case  has  it  been  necessary  to  give 
a second  caution  : — 


February  13  th. 

„ 2 1st. 

July  1 2th. 
August  28th. 

O 

,,  26th. 

October  2nd. 

„ 7th. 


3 gallons  of  onions  were  destroyed, 
ijr  gallons  of  potatoes  „ 

Small  box  of  red  currants  ,, 

50  unsound  fish  ,, 

6 > . i . » > 

10  boxes  of  kippers  ,, 

6lbs.  of  sausages  ,, 
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INFECTIOUS  DISEASE. 

During  the  past  year  171  infectious  cases  have  been 
notified  and  attended  to.  29  of  the  notices  were  afterwards 
withdrawn  by  the  notifiers.  106  cases  were  removed  to  the 
Sanitary  Hospital,  leaving  36  cases  which  were  nursed  at 
home. 

In  49  cases  the  sanitary  condition  of  the  houses  where 
the  infectious  disease  had  occurred,  was  found  to  be  unsatis- 
factory, and  the  usual  notices  were  served  upon  the  owners  or 
occupiers  calling  their  attention  to  the  defects  and  requesting 
them  to  remedy  the  same.  The  necessary  alterations  have 
been  made  in  each  instance. 

Where  the  case  is  not  removed  to  the  Hospital,  isolation, 
as  far  as  practicable,  is  insisted  on  and  suggestions  left  as  to 
the  nursing,  disinfection,  &c. 

In  cases  occurring  among  school  children,  notice  is  sent 
to  the  teacher  advising  that  any  other  children  of  the  same 
family,  or  in  the  same  house,  be  kept  in  quarantine  for  the 
necessary  number  of  days. 

5 1 such  notices  have  been  served  upon  the  school 
teachers,  and  a similar  number  on  the  parents  of  the 
children. 

The  house  drains  and  sewers  where  necessary  have  also 
been  flushed  with  disinfectant  under  the  supervision  of  one  of 
the  Inspectors. 

In  accordance  with  your  instructions,  should  a Public 
Library  Book  be  found  at  the  house  where  infectious  disease 
has  occurred,  it  is  disinfected  and  returned  to  the  Librarian, 
and  he  is  notified.  If  the  book  has  been  in  actual  contact  with 
the  patient,  and  if  thought  to  be  necessary  the  book  is  de- 
stroyed, so  as  to  minimise  the  risk  of  such  books  being  the 
means  of  infection. 

The  following  effectual  work  for  preventing  the  spread  of 
infectious  disease  has  been  done  by  Washington  Lyons’  dry 
air  and  steam  disinfector  : — 

The  disinfecting  chamber  has  been  used  to  disinfect  896 
articles  of  bedding,  clothing,  etc.,  that  have  been  subject  to 
infection.  This  disinfection  is  independent  of  what  is  re- 
quired for  the  patients  at  the  Hospital. 
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Number  of  rooms  where  walls  have  been  stripped, 

cleansed  and  limewashed  under  notice  ...  14 

Number  of  rooms  disinfected  by  Inspectors  ...  109 

Cases  where  disinfectants,  &c.,  have  been  supplied  55 


Beds  disinfected  ... 
Mattresses  disinfected 
Palliasses  ,, 

Bolsters  ,, 

Pillows  ,, 

Blankets  ,, 

Sheets  ,, 

Counterpanes  ,, 
Rugs 

Carpets  ,, 

Dresses  ,, 

Curtains  ,, 

Jackets 

Quilts  ,, 

Table  covers  ,, 
Shawls  ,. 

Stockings  „ 

Cushions  ,, 

Towels  ,, 

Coats  ,, 

Trousers  ,, 

Vests  ,, 

Sundries 


Total 


25 

•••  53 

70 
51 
107 
...  134 

39 

32 

23 
3 1 

•••  45 

63 

13 

13 

26 
16 

8 

1 1 

— 37 

8 

4 

12 

•••  375 

896 


In  cases  of  infectious  disease  occurring  in  Hotels  and 
large  Lodging  Houses  the  patients  are  generally  removed  to 
the  Hospital  after  dark  (and  consequently  after  office  hours) 
in  order  to  prevent  alarm  among  other  visitors.  These  late 
removals  necessitate  one  of  the  Inspectors  or  myself  being 
present  in  order  to  take  charge  of  and  to  disinfect  articles 
immediately  after  the  patient  has  been  removed.  The  total 
number  of  such  visits  during  the  year  has  been  59. 

DAIRIES’,  COWSHEDS’  & MILKSHOPS’  ORDERS. 

There  are  106  Dairies,  Milkshops  and  Purveyors  regis- 
tered for  the  sale  of  milk  within  the  Borough. 

O 
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During  the  past  year,  improvements  under  notice  of 
advice  have  taken  place  in  three  instances. 

The  Regulations  relating  to  the  above  orders  have  been 
satisfactorily  complied  with  in  each  case. 

There  are  no  registered  cowsheds  within  the  Borough. 


SCHOOLS. 

There  are  16  Public  Elementary  Schools  and  46  Private 
Schools  which  have  been  inspected. 

In  fourteen  instances  notices  have  been  sent  to  the 
School-teachers  calling  their  attention  to  certain  unsanitary  sur- 
roundings and  during  the  severe  frost  in  the  early  part  of  the 
year  it  was  necessary  to  make  special  arrangements  with  the 
School  Authorities  for  the  periodical  cleansing,  flushing,  &c., 
of  the  School  Latrines  at  the  Elementary  Schools. 

One  Public  Elementary  School  was  disinfected  and 
cleansed  owing  to  the  prevalence  of  measles  amongst  the 
children. 

WATER  SUPPLY. 


153  suitable  and  adequate  cisterns  furnished  with  covers, 
and  supplies  direct  from  the  main  have  been  provided  for  sup- 
plying water  for  drinking  purposes  only. 

187  cisterns  have  been  cleansed  under  notice  of  advice. 


4 new  cisterns  (galvanized  iron)  have  been  substituted  for 
leaky  and  defective  slate  cisterns. 

During  the  past  year  four  samples  of  water  for  analysis 
have  been  taken  from  hydrants  at  the  following  places  : — 


Analyst. 

Mr.  G.  Brownen,  F.C.S.,  16  Althorpe 
Road,  Upper  Tooting. 

Professor  Frankland,  The  Yews, 
Reigate. 

Professor  Attfield,  Ph.  D.  F.R.S.,  17, 
Bloomsbury  Square,  London,  W.C. 

The  British  Institute  of  Preventive 
Medicine,  101,  Great  Russell  Street, 
London,  W.C. 


Situation  of hy chant  and  date  of  sample. 

Cabstand,  Sanatorium  Road,  April 
2nd,  1895. 

Cabstand,  Old  Christchurch  Road, 
near  Horse  Shoe  Site,  21st  June, 
i895- 

Cabstand,  Adeline  Road,  Boscombe, 
September  20th,  1895. 

Cabstand,  Sanatorium  Road, 
December  r 7th,  1895. 
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ACTION  TAKEN  FOR  THE  ABATEMENT  OF 

NUISANCES. 

99  Preliminary  Notices  have  been  served. 

24  Formal  Notices  have  been  served. 

400  Letters  and  Reports  re  unsanitary  premises. 

207  Reports  have  been  made  specifying  the  works  neces- 
sary to  obtain  the  Sanitary  Certificate. 

368  Nuisances  complained  of  have  been  attended  to  and 
the  defects  remedied. 

147  Premises  have  been  inspected  and  the  necessary 
sanitary  alterations  executed  to  abate  nuisances  which  were 
detected  on  making  general  inspections  of  the  Borough. 

49  Nuisances  have  been  abated  which  were  detected  on 
examining  infected  premises. 

The  following  is  a detailed  list  of  the  works  executed 
under  the  above  notices,  reports,  &c.  : — 

24  New  connections  made  with  the  public  sewers. 

105  Drains  provided  with  intercepting  traps  and  fresh  air 
“ inlets.” 

135  New  house  drains  provided. 

1 16  Old  drains  condemned. 

93  Disconnecting  chambers  built. 

297  Defective  house  drains  cleared  from  obstruction  and 
repaired. 

57  Houses  in  which  the  drainage  has  been  entirely  re- 
constructed and  connected  with  new  and  deeper 
system  of  sewers. 

15  Intercepting  traps  at  the  foot  of  soil-pipes  removed. 

10  Drains  passing  underneath  buildings  blocked  off  from 
sewer  and  taken  up. 

9 Cesspools  condemned  and  filled  in. 

19  Disconnecting  pits  provided  for  stable  drains. 

468  Stack  pipes  disconnected  and  made  to  discharge  over 
gulleys. 

85  Additional  ventilating  shafts  provided  to  drains. 

74  Nuisances  abated  arising  from  defective  soil-pipes  termin- 
ating near  windows. 

16  Soil  pipes  removed  outside  the  house  and  ventilated  by 

4in.  shafts. 

127  Defective  soil  pipes  and  ventilating  shafts  with  leaky 
joints  made  sound. 

38  Insufficient  ventilating  shafts  replaced  by  4m.  shafts. 
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ig  W.c.’s  provided  with  efficient  light  and  ventilation. 

13  Offensive  w.c’s  condemned  and  removed. 

3 W.c.’s  removed  from  the  interior  wall  and  built  on  exterior 
wall. 

8 New  w.c.’s  provided  in  cases  of  insufficient  accommoda- 
tion. 

95  New  drawn  lead  traps  and  connections  provided  to 
w.c.’s  in  lieu  of  seamed  lead  pipes. 

176  Foul  and  detective  wr.c’s  cleansed  and  repaired. 

153  W.c.’s  provided  with  a more  effectual  supply  of  water 
for  (lushing  purposes. 

81  W.c.’s  provided  with  lead  trays  and  overflows. 

1 18  Long  hopper  basins  replaced  by  short  hoppers  and  flush- 
cisterns. 

118  Defective  “container”  w.c’s.  replaced  by  “valves”  or 
“ washdowns 

2 Public  conveniences  re-arranged  and  made  sanitary. 

1 Offensive  urinal  condemned  and  removed. 

8 Urinals  trapped  and  made  good. 

2 Stables  provided  with  impervious  floors. 

88  Offensive  accumulations  removed. 

6 Manure  receptacles  provided. 

67  Brick  and  cement  sinks  replaced  by  impervious  sinks. 

56  New  impervious  sinks  provided. 

125  Sinks  disconnected  and  trapped. 

8 Enamelled  sinks  provided  in  lieu  of  lead  lined  sinks. 

joi  Offensive  brick  and  cement  grease  pits  replaced  by 
earthenware. 

7 Nuisances  abated,  caused  by  the  improper  keeping  of 

animals. 

5 Overcrowding  nuisances  abated. 

97  Unwholesome  premises  limewashed  and  ventilated. 

22  Back  yards  repaired  and  repaved. 

9 Galvanized  ash-bins  substituted  for  defective  ash-pits. 

1 Smoke  nuisance  abated. 

185  Waste  pipes  trapped  by  “p”  lead -traps. 

21  “ Bell  ’’  and  “ D ” traps  replaced  by  gulleys. 

75  Bath  and  lavatory  wastes  disconnected  over  gulleys. 

66  Defective  water  fittings  and  roof  gutters  repaired. 

63  Complaints  attended  to  requiring  ashbins  to  be  emptied. 
27  Defective  zinc  soil-pipes  re-placed  by  iron  pipes. 

17  Leaky  roofs  repaired. 

89  Walls  to  'w.c.’s'  Yep’ai  red  and  “stopped.” 
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HOUSE-TO-HOUSE  INSPECTION. 

The  following  is  a summarized  list  of  works  executed  for 
the  abatement  of  nuisances  which  were  detected  on  making  a 
house-to-house  inspection  of  the  following  roads  : — 

East  District.  West  District. 

Windham  Road  (N.  side).  Lansdowne  Road  (completed). 

Alum  Chine  Road. 

Middle  Road. 

Total  number  of  Houses  inspected  ...  ...  198 

Number  of  Houses  where  defects  were  found  to  exist  130 

Preliminary  notices  served  ...  ...  ...  118 

WORKS  EXECUTED. 

32  Drains  provided  with  intercepting  traps  and  fresh  air 
“ inlets.” 

37  New  drains  provided. 

6 Defective  house  drains  cleared  from  obstruction  and  re- 
paired. 

4 Intervening  syphon  traps  removed  from  drains. 

3 New  connections  made  with  public  sewer. 

6 Disconnecting  chambers  built. 

25  Drains  condemned  and  substituted  by  properly  con- 
structed new  ones. 

21  New  sinks  provided  of  an  impervious  pattern. 

7 Stables  provided  with  effectual  drainage. 

2 Manure  receptacles  built  for  the  temporary  deposit  of 

stable  manure. 

5 Disconnecting  pits  for  stables  built. 

1 1 Brick  and  cement  sinks  substituted  by  impervious  ones. 

48  Scullery  sink  drains  disconnected  and  trapped. 

3 Scullery  sinks  re-fixed  on  external  walls  previously  in  the 

interior  of  dwellings. 

19  Large  and  offensive  grease  pits  replaced  by  earthenware 
traps. 

7 Waste-pipes  trapped  by  lead  “ p ” or  “s  ” traps. 

5 Bath  and  lavatory  wastes  disconnected  and  trapped. 

177  Stackpipes  disconnected  over  gulley  traps. 

4 Bell  traps  removed  and  replaced  by  gullies 
3 New  w.c.’s  built 

15  Closets  repaired  and  put  in  good  working  order. 

19  Closets  provided  with  an  effectual  flush  of  water. 
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1 6 Defective  container  w.c.’s  removed  and  replaced  by 
“ valves  ” and  “ washdowns.” 

14  New  drawn  lead  traps  and  connections  provided  to  w.c.’s. 

3 W.c.’s  provided  with  efficient  light  and  ventilation. 

64  Flushing  cisterns  provided  to  w.c.’s  in  lieu  of  stool  taps. 
55  Long  hopper  basins  replaced  by  flushing  rim  short 
hoppers. 

5 Closets  condemned  and  removed. 

5 Defective  soil  pipes  inside  houses  removed  and  fixed  on 

outside  walls. 

15  Two-and-a-half  inch  ventilating  pipes  to  soil  pipes  re- 

placed by  4in.  shafts. 

11  U11  ventilated  soil  pipes  ventilated  by  4m.  shafts. 

6 Nuisances  abated  by  arising  from  defective  soil  pipes 

with  leaky  joints  terminating  near  windows. 

41  Additional  ventilating  shafts  provided  to  drains. 

4 Defective  zinc  ventilating  shafts  replaced  by  iron  pipes 

of  4m.  diameter. 

5 Defective  floors  to  back  yards  re-paved. 

3 Offensive  accumulations  removed. 

3 Defective  roofs  and  gutterings  removed. 

13  Separate  supplies  of  water  provided  for  drinking  pur- 
poses. 

5 Rooms  and  passages  cleaned  and  limewashed. 

3 Leaky  roofs  made  sound  and  watertight. 

3 Nuisances  abated  arising  from  defective  urinals. 

15  Soil  pipes  improperly  ventilated  by  rainwater  pipes 
provided  with  independent  ventilating  shafts. 

2 New  storage  tanks  for  water  provided. 

In  all  cases  where  alterations  are  made  for  the  abate- 
ment of  nuisances  the  works  are  supervised,  and  in  nearly  all 
instances  are  tested  before  being  filled  in.  This  supervision 
takes  up  a great  deal  of  time,  but  it  ensures  the  work  being 
carried  out  according  to  the  notice  served,  and  more  care  is 
exercised  on  the  part  of  the  workmen  when  thev  know  their 
work  will  be  tested. 

The  following  tables  give  the  particulars  of  the  House- 

to-house  Inspection  commenced  in  April,  1891,  when  the 

Assistant  Sanitary  Inspectors  were  first  appointed  : — 

No.  of  Houses  inspected  in  the 
East  District.  West  District. 

1891  ...  ...  419  1891  ...  ...  284 

1892  ...  ...  250  1893  .,.  ...  196 
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1893  133 

1893  ... 

...  194 

'894  325 

1894  ... 

•••  334 

1895  55 

1895  ••• 

...  143 

1 182 

1 15 1 

The  total  No.  of  houses  inspected 

•••  2333 

The  total  No.  of  houses  in  the  Borough  accord- 
ing to  the  Rate  Collector’s  Books  ..  ...  7175 


Roads  inspected  in  the  East  District. 
1891. 

Holdenhurst  Road. 
Oxford  Road. 

St.  Paul’s  Road 
St.  Paul’s  Lane. 

Garfield  Avenue. 


Roads  inspected  in  the  West  District. 
1891 

Terrace  Road. 

Upper  Terrace  Road. 
Tregonwell  Road. 

Poole  Hill  District. 

St.  Michael’s  Road. 


1892. 

Malmesbury  Pk.  Rd.  (old  part) 
Stewart  Road  (old  part) 
Bennett  Road  ,, 

Southcote  Road  (part) 


1893 

Southcote  Road  (completed). 

Moorland  Road. 

Spring  Road. 

Stewart  Road 
Stanley  Road  (part) 


1894 

Stewart  Road  (completed). 
Stanley  Road. 

Malmesbury  Gardens. 
Victoria  Road. 

Victoria  Place. 

Cleveland  Road. 


1892. 

Commercial  Road  (part). 
Norwich  Lane. 

Shaftesbury  Terrace. 

The  Triangle. 

St.  Peter’s  Road  (part). 
West  Hill  Road 
Orchard  Street. 

Orchard  Lane. 

1893- 

Commercial  Road  (com- 
pleted). 

Avenue  Road. 

Lyall  Road. 

Park  Terrace  (Westb’rne) 
Crescent  Road. 

Bradburne  Road. 

Old  Chrstchurch  Rd.  (part) 
The  Arcade. 

1894. 

Littledown  Road. 

Lome  Park  Road. 

Stafford  Road. 

Madeira  Road. 

Lansdowne  Road  (part). 
The  Quadrant 


Windham  Road  (part) 


St.  Peter’s  Road  (part). 
Wootton  Gardens. 

Old  Christchurch  Road 

(completed). 

1895-  t . 1S95. 

Windham  Road  (N.  side).  Lansdowne  Road  (com- 

pleted). 

Alum  Chine  Road. 
Middle  Road. 

I beg  to  point  out  that  the  sanitary  arrangements  of  the 
houses  examined  since  the  beginning  of  the  year  1893  have 
been  brought  up  to  a higher  standard  of  sanitation,  greater 
powers  having  been  conferred  on  your  authority  by  the 
Private  Improvement  Act  of  1892. 

SANITARY  CERTIFICATES. 

During  the  year  158  applications  have  been  received  for 
Sanitary  Certificates,  and  106  Certificates  have  been  granted 
after  the  sanitary  arrangements  have  been  brought  up  to  the 
standard  of  the  Regulations  relating  to  new  buildings.  In  the 
remaining  52  instances  the  fees  have  been  received  but  the 
Certificates  were  withheld  on  account  of  the  Regulations  not 
being  fully  complied  with. 

STATEMENT  OF  ACCOUNTS. 

Accounts  rendered  and  money  received  by  this  Depart- 
ment for  the  year  ending  December  31st,  1895. 

ACCOUNTS  RENDERED. 

£ s.  d.  £ s.  d. 

(1)  Maintenance  of  patients  &c.,  at 

the  Sanitary  Hospital  ...  256  11  5 

(2)  Disinfection  of  Bedding,  &c.,  at 

the  Sanitary  Hospital  ...  60  4 6 

(3)  Sanitary  Inspections  and  ex- 
penses incurred  in  testing 

drains,  & c.  ..  ...  188  14  6 505  10  5 


ACCOUNTS  RECEIVED. 

£ 

S. 

d.  £ s.  d. 

Total  amount  received  and  paid  to 
the  Borough  Treasurer 

00 

00 

19 

8 

Total  of  accounts  written  off  by 
Sanitary  Committee 

5 

19 

2 

Total  of  accounts  outstanding  and 
recoverable 

10 

1 1 

7 505  10  5 

FACTORY  & WORKSHOPS  ACT. 

The  carrying  out  of  the  provisions  of  this  Act  will 
necessitate  much  additional  work  and  responsibility  on  this 
Department,  particularly  with  reference  to  the  detection  of 
nuisances  arising  from  the  overcrowding  of  workrooms  and 
laundries,  there  being  a large  number  of  such  places  in  the 
Borough.  The  plan  adopted  is  to  fix  a notice  in  each  work- 
room giving  the  cubical  contents  and  the  maximum  number 
of  workers  allowed  for  each  room,  and  “ surprise  ” visits 
should  therefore  be  made  from  time  to  time  to  ascertain  if 
these  notices  are  complied  with.  It  will  also  be  necessary  to 
inspect  the  sanitary  conveniences  and  drainage  and  ascertain  if 
the  regulations  as  to  cleansing,  limewashing,  &c.,  are 
complied  with. 

During  the  year  H.M.  Inspector  of  Factories  has  called 
the  attention  of  your  Authority  to  : 

5 Nuisances  arising  from  overcrowding. 

1 Nuisance  arising  from  untenantable  workshop. 

2 Nuisances  arising  from  dirty  and  unwholesome  work- 
shops. 

i Nuisance  arising  from  an  insufficiently  ventilated  work- 
room. 

These  premises  were  inspected  and  the  formal  notices 
served  were  satisfactorily  complied  with. 

In  conclusion  it  is  satisfactory  to  note  : 

(1)  That  it  has  only  been  necessary  to  apply  once  during 
the  year  for  magisterial  aid  in  carrying  out  the  duties  of  this 
Department,  and  this  arose  from  the  not  uncommon  dispute 
as  to  whether  the  owner  or  occupier  was  responsible  for  the 
abatement  of  a nuisance. 

(2)  The  steadily  increasing  demand  for  sanitary  certifi- 
cates when  houses  are  let  or  sold. 

(3)  The  generally  good  Sanitary  condition  of  the  Bake- 
houses, Dairies  and  Private  Schools  within  the  Borough. 

Owing  to  the  increase  in  the  general  routine  work  of  the 
office,  the  need  of  more  frequent  General  Inspection  of  the 
Borough  during  the  recent  long  hot  summer,  and  the  change 
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of  Inspectors,  it  has  not  been  possible  to  give  so  much  atten- 
tion to  the  house-to-house  inspection  as  in  previous  years, 
but  with  the  additional  help  you  have  recently  granted,  I 
hope  to  make  greater  progress  with  this  branch  of  the  work 
during  the  ensuing  year. 

I remain,  Gentlemen, 

Your  obedient  Servant, 

WM.  GEO.  COOPER, 
Chief  Sanitary  Inspector. 
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